ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT  F-B-3/ VEHICLE # 3 


DATE 06-17-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 D. TESH # 134 
SUPERVISOR. REYES 
R 
1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 
1240/12 BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
50 STORE ). WE SPOKE TO EMPLOYEE MARLENE. ALL 
CHECKED OK AT THIS TIME. 
1255/13. BUSINESS CHECK AT 5854 HOLLYWOOD BLVD, 
00 (TOMMY’S ). THERE WERE NO ISSUES AT TIS TIME. 
1310/13 BUSINESS CHECK AT 5857 SUNSET BLVD. ( THE 
15 MOBILE STATION ). ALL CHECKED OK AT THIS TIME. 
1320/13 BUSINESS CONTACT AT THE SUNSET STUDIO PARKING 
25 LOT. WE SPOKE TO SECURITY ON SITE. ALL CHECKED OK. 
1335/13. BUSINESS CHECK AT 5900 HOLLYWOOD BLVD. ( PUBLIC 
40 STORAGE ). ALL CHECKED OK AT THIS TIME. 
1430/14 ASSIST F-B-2 AT 6407 SUNSET BLVD. (JACK N THE BOX ) 
40 REGARDING A 415 DISTURBANCE. 
REFF. WE OBSERVED SUBJECT ( LEMUS, ROLANDO DOB 
1450/15 =04-02-80 ) IN THE REAR PARKING LOT AT 1123 VINE 
00 STREET. HE WAS DRINKING FROM A 16 OZ CAN OF ( 211 


STEEL RESERVE ). THE CAN WAS HALF FULL AND COLD 
TO THE TOUCH. HE WAS VERY POLITE AND 
COOPERATIVE. WE OFFERED HIM ASSISTANCE WITH 
PATH AND STEP-UP. HE AGREED. 
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1500/15 
25 


1540/15 
45 


1550/16 
00 


1645/17 
15 
1750/18 
00 


1810/18 
40 


2030 


RADIO CALL REGARDING A MAN DOWN AND 
REFUSING TO LEAVE. UPON ARRIVAL WE 
DETERMINED THAT THE SUBJECT ( ALI, MAHAMID ) 
WAS IN NEED OF MEDICAL ATTENTION. HE STATED 
THAT HE FELL AND INJURED HIS NECK. IN FEAR FOR 
HIS SAFETY, WE REFUSED TO TOUCH HIM. WE 
IMMEDIATELY NOTIFIED THE PARA MEDICS. LAFD 
ENGINE 47 AND AND # 827 RESPONDED TO OUR 
LOCATION. THE SUBJECT WAS TRANSPORTED TO AN 
UNK. MEDICAL FACILITY FOR FURTHER 
OBSERVATIONS. 


ASSIST B-6 AT 1413 VINE STREET ( MC DONALDS ) 
REGARDING A 415 SUBJECT REFUSING TO LEAVE. 


BUSINESS CONTACT AT 1123 VINE STREET ( THE 
PEOPLE HAIR SALON ). WE SPOKE TO OWNER JULIE. ALL 
CHECKED OK. 

CODE-7 


BUSINESS CHECK AT THE LOWES HOTEL. SPOKE TO 
EMPLOYEE SECURITY. ALL CHECKED OK. 


OFFICE; UPDATED LOG INPUT. 


END OF WATCH. 
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